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VC-2:   REACTOR CORE SUPPLY - TT NAGAMOTO

ALA
HAD

HYBRID FUEL FABRICATION                                                 DW BENNETT

LOFT ADVANCED FUEL ROD INSTRUMENTATION            EM SHEEN

DEVELOPMENT

SUBTOTAL

$750K
164

$ 914K

6
26

VC-3;   CORE EVALUATION - CM COX

ALT

SOLID TRITIUM BREEDER DEVELOPMENT

ET WEBER

S200K

12

VC-4:  TECHNOLOGY - HH YOSHIKAWA

AKB
	WATER USE INFORMATION SYSTEM
	JF FLETCHER
	$ 100K

AKC
	ACID DIGESTION (LOW LEVEL)
	CR ALLEN
	1500

AKH
	FUSION ALLOY DEVELOPMENT
	GL WIRE
	750

AKJ
	IRRADIATION EFFECTS ANALYSIS
	DG DORAN
	700

AKS
	GAS COOLED FAST REACTOR STRUCTURAL
	LD BLACKBURN
	20


	MATERIALS
	
	

ALR
	OT1 WATER RESOURCE STUDIES
	JF FLETCHER
	25

EAA
	SHIPPING CASK ANALYSIS
	JF FLETCHER
	120

EAB
	LWR NEUTRON DOS1METRY
	WN MCELROY
	588

EBA
	CRBRP REACTOR SYSTEMS THERMAL HYDRAULIC
	WL THORNE
	890


	TESTING
	
	

EBC
	CRBRP FUEL FAILURE MONITORING
	JJ McCOWN
	90

EGA
	NATIONAL WASTE TERMINAL STORAGE PROGRAM
	RJ CASH
	924


	AND SPENT FUEL ENGINEERING
	
	

ECB
	FUSION REACTOR SAFETY SUPPORT STUDIES
	LD MUHLESTEIN
	441


	
	SUBTOTAL
	$ 6148K


	
	TOTAL
	$ 7262K
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